WARNING 


This service information is designed for experienced repair technicians only and is not designed for use by the general public. It does 
not contain warnings or cautions to advise non-technical individuals of potential dangers in attempting to service a product. 
Products powered by electricity should be serviced or repaired only by experienced professional technicians. Any attempt to service or 
repair the product or products dealt with in this service information by anyone else could result in serious injury or death. 


INTRODUCTION 


This Service Manual (Volume 1) contains technical information such as Operating Instructions, Service 
Information, Maintenance/Disassembly procedures & Mechanical Adjustment Procedures, Electrical Adjustment 
Procedures and Block Diagrams which service personnel to understand and service the Panasonic DVCPRO 
Camera Recorder models AJ-D400P (NTSC) and AJ-D400E (PAL). 
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